
Republic of the Philippines 

CITY OF VALENZUELA 

Metropolitan Manila 

OFFICE OF THE BUILDING OFFICIAL 

Canggapan ng $unong $anggusali 


NOTICE 


All are hereby instructed to undertake all precautionary measures and observe 
FULL COMPLI ANCE as preparation and cooperation with the Presidents Executive Order 
as to the Enhanced Community Quarantine. Everyone is strongly advised to STOP all 
ongoing construction activities (including all minor repairs and renovations), properly secure 
all structures, equipment, devices, and all other objects that may pose hazard or cause 
injury/loss of life and property, for the safety of the public. 

In view hereof, this stern warning is hereby issued and full compliance should be 
observed, ALL BUILDING OWNERS. CONTRACTORS and CONSTRUCTION 
PROFESSIONALS are Inatructed to STOP all construction activities immediately, as 

compliance with the guidelines of the Enhanced Community Quarantine from today, March 
17, 2020 to April 14, 2020. 

Issued this 17th day of March, 2020, Valenzuela City. 



3 F Bulwagang Cieronimo Angeles. Valenzuela City Hall. McArthur Highway. Brgy. Karuhatan. Valenzuela City, Metro Manila 1400 
Trunkline: 352-1000 local 2100; Direct line: 02-277-6706; Email: c mpadOlau valcn/ucla gov.ph 









